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SECTION A-A 


SCALE 2X 


D135-1027-241 STD HEIGHT AFT CROSSTUBE 


NOTES: 
1) MATERIAL: ***TBD*** 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
PAINT 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D135-1027-241" USING FINE POINT PERMANENT INK MARKER 
7) WEIGHT: 16.84 lbs 
8) HOLES TO BE ALIGNED WITHIN 0.001 IN RELATION TO HOLE ON OPPOSITE SIDE 
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